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I. Experiments and Ohferyatms on Bulbous 
Roots, Plants, and Seeds growing in Water, 
by Mr. William Curteis. 

Bout three Years fince, feeing fome Bulbous Roots^ 

, fet in Giaffes filled with Water in a Shop 

Window, atid being told they would Flower in thatF 
manner, I immediately tried a couple oiHyacinthSr 
which biowed very prettily the next Spring: it 
pleafed me much to fee that we could have fuch Things 
in a clofe Room in Town, without the help of a 
Garden to produce them, having lately come out of 
the Country, and being a Lover of Flowers ; where- 
fore I began to think if I could contrive a Method 
to make a Pot full blow together, with a mixture of 
feveral forts of Flowers with a variety of Colours, it 
would be an Improvement. 

The next Year, I took a couple of common penny 
Garden Pots, and fbpt the Holes at the Bottoms with 
Corks J and painted the Pots, andputtyed the Corks, 
that no Water could filtrate through them j then had a 
couple of Boards cut to fit the tops of the Pots, bored 
with feven holes at equal Diftances, to place my Bulbs 
in, and likewife as many fmall holes for placing of 
Sticks, totyethe Stems of the Flowers toj I then 
planted Hyacinths^ NarcfJ'us's, fulips and fun- 
qtiils^ and filled the Pots wuh Water up to the Board, 
fo that the Bulbs flood only upon the Water; where 
they biowed very well, and made the b^fl: Appear- 
ance, as I thought, I had ever feen, beyond any 
Flower-pot that could be drelTed by gather'd Flower?. 
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After the Bloom was over, their Leaves looking green, 
I fet them out in my little Garden, thinking any thing 
that looked green mi made a tdlera&k Figure,' agrees 
able m a Z^/i^^ifi Garden^ tod not dependmg on the 
Bulbs again to be of any fervice to be gtrelerved^ I 
let them ftand till toward Midfuramer, and took no 
firther care, but now and then giving them frelh 
Water as it perfpired or evaporated, and when the 
Rains lilTd the Pots, I emptied them down to the 
Boards again; but the Bulbs fhrinking, Tome of them 
i1ip*d through the Holes down to the Bottom of the 
Pot, and about Midfummer, when their Leaves began 
to grow Yellow, I went with a Defign to pull them 
up and throw them away, I was furprifed to find that 
the Bulbs which were buried in the Water were 
grown firm, and too large to be drawn back through 
the Holes, being found and fit for blowing the next 
Year, and increafed in OfF-fets. 

Thisoccafion'd me the next Year (which was the 
laft) to try another Experiment: of blowing ray Bulbs 
under Water, which i found anfwer'd beyond what 
could be expefted, for they rather out-do thofe that 
grow in the Ground, in the llrength of their Stalks, 
the clearnefs of their Bloffoms, the 1 ailing of their 
Bloom, andlikewife, the Difference of their Seafons, 
which may be fo managed, according to the warmth 
of the Rooms they are kept in, as to have the fame 
Sorts in flower from ChrtfimaSy till the natural 
Time of their Bloom in the open Ground, which is 
March and April. 

But finding it very troublefome to keep the Boards 
fix*d under Water, I thought Lead might anfwcr the 
Furpofe better i whereupon, I got foine fheet Lead^ 
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of about four pounds to the Foot, cut fit to my Pot, 
and made hoks in it proportionable to the bottoms of 
my Bulbs, and likewife fmall holes to fix fticks fot 
thefupport of the Leaves and Stems of the Flowers j 
I put a little coarfe Sand in the bottoms of my Pots, 
thinking it would fupport the Sticks, and keep them 
fleady 5 but when I came to make ufe of the Sticks, 
the Sand gave wayj I then made falfe bottoms with 
Lead, and cut Holes oppofite to thofe at the Top, 
which anfwer'd my purpofe. Upon taking up the 
Bulbs to put in thefe falfe bottoms, I found the 
Sand had corroded the Fibres, and changed them all 
like Ironmould, that I thought they were fpoird ; 
but rincingthem in two or three Waters, it came clear 
off, and on fixing my falfe Bottoms, and placing the 
Bulbs in their holes, and filling them up with frefh 
Water, they recovered, and never changed again in the 
clear Water, but thrived and put forth their FJowers 
very kindly, although by the Experiments which 
I had tried, before I could fix them right, I had often 
planted and tranfplanted them. But I found after* 
wards that Glafs Jarrs of the Form as reprefented in 
the Plate, were the moft convenient, both for feeing 
the Progrefs the Roots made, and for knowing when 
they want to be cleaned. 

At Fig. I. is reprefented one of thefe Glafs Jarrs^ 
containing the following Flowers. 

1. Golden Sun, > 2M^,afuys, 

2. DOlielman, 5 

3. Key fers Jewel, p 

4. Pulchra, > Hyacinths. 

5. Janus, -> 
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At Fig, II. is reprefented the Profile or Seftion of 
rhe fame Jarr. 

a. l^he Sticks to tie up the Leaves and Stems 
of the Flowers. 

h. The upper Lead with Holes to fupport iht 
Bulbs and Sticks. 

c. The under Lead with Holes to keep the 
Sticks fteady. 

By feveral Experiments on dried Bulbs, and thofe 
that were taken frefh out of the Ground, I find the 
dried ones do beft J for thofe taken growing out of 
the Ground, being full of moifture, will not fo foon 
upon changing their Element, be acquainted with a 
new, one j the Fibres they had ftruck in the Ground^ 
always rot, and they mufl: make new ones in the 
Water, which makes them require a long Time be- 
fore they can recover themfelves enough to flower. 
The Bulbs will not rot, yet they will not be fo 
flrong as thofe put into the Water when dry, which 
fill themfelves with moifture by degrees: Therefore, 
when I plant my Bulbs, I fet them at firfl: on the top 
of the Water ; for I found by two or three Experi- 
ments, that thofe planted under Water did not pa(h 
out their Fibres fo foon, nor fo ftrong, as thofe fet 
upon the Water ; the Reafon of which I take to be, 
that they were fillM with Water too foon, whereas 
thofe fet upon Water attrafted it by degrees, and fo 
made both the Fibres and the Bulbs grow Itronger ; 
and then about five or fix Weeks after planting them 
as the Fibres pu(h out, I by degrees fill the Water 
higher and higher, till the whole Bulb is covered, 
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and fo keep them till the Bloom is over, and the 
Seafon for drying them returns. 

One Obfervation furprifed me, w^. twoof myi/j/- 
acinths were mouldy, which Mould canker'd and eat 
holes through feveral of their Caats or Scales j this I 
pick'd and clean'd feveral time>, but ftill itfpread far- 
ther and farther j but foon after they were covered 
with Water, I could perceive them heal by degrees, 
till they became perfeftly found and blew their 
Flowers as kindly, as thofe that had continued 
perfeftly found. 

By another Experiment, I tried what Bulbs would 
do if kept all the Year under Water: I left in waters 
NarcijfuSy an Hyacinth of Peru^ and fever.il Jtm* 
qmls% that were planted mOBohefy %7i^\ which 
are now as found and flrong, as thofe 1 took out and 
dried, and promife fair for a Bloom ; I obferv'd that 
their old Fibres do not rot, till they are ready to pu(h 
out new ones. 

Another Obfervation feems worthy of Notice ; 
one of my double Hyacinths^ commonly called 
Keyfers Jewel, brought two Pods of Seed to ma- 
turity ; which I have blowed for fourteen or fifteen 
Years fucceflively in the Ground, and could never 
find them make any thing towards feeding ; and I 
have reatfon to think that feveral other Bulbs would 
have feeded, if I had taken timely care of them, but 
did not perceive it till too late. 

Ux. Miller, in P bilr f Traf/f.W. 4.1^. intimates 
that Bulbs fet in Glaiies grow weaker, and fhould 
be renewed every Year with frefh ones ^ but I ob- 
ferve by this way of raifing them under Water, that 
at their taking up, they are as large, and fame of 
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tliem ftronger than when they were planted, and if 
they be dried at the proper Seafon, will produce a 
fecond Year as well as freflh ones. 

I planted iikewife Ranmculos and Anemone Roots ^ 
which grew and (hot up the Stems of their Flowers 
very ftrong, but the Buds of the flowers were blaft* 
ed, which I am apt to think happened from their 
being crowded too much, having no convenience to give 
them free Air enough. 

I alfo ^Imted j^tmcMlas md Pmks, the Pkk^ 
flowered, but the JurkuUs were not ftrong enough ; 
they are ftillboth of them growing, and I am in ex- 
pedation they will blow the next Seafon. 

I have tried alfo feveral Shrubs, as Rofes, Jaf^ 
mineSj and HonyfucUes % which all grew, and ftruck 
out frefh Fibres, and tht Rofe4ree made ^iz ftrong 
Buds for Blofloms, but accidentiy fetting them out 
in a hot Sun-fliiny day in Aprih they were all fcorcliM 
up, that they came to nothing ; I obferv*d, that 
ftrong Suckers cut off two or three Inches under 
ground, without any Fibres, grew the beft. 

By another Experiment, I was willing to try 
what the Succulent Plants would do in this way j I 
took a Leaf of the Opunfm or Indian Fig^ and laid 
k by to dry for three Weeks or a Month, till it had 
loft all its moifture, and was nothing but a dryed 
Skin ; I then planted it in Water in the beginning of 
July^ and tied it to a Stick that was fixed in one of 
my Leads, and filled the Pot fo, that the Bottom of 
the Leaf was a quarter of an Inch in the Water; 
in about a Month's time the Leaf fili'd, ftruck out 
Fibres^ and put forth a frefli Leaf, which is now 
growing, and has made as much progrefs as fuch a 
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Plant would do in the Earth, in the fame fpace of 
Time : I had no opportunity of trying other Succu- 
lent Plants, 

Dr. Mortimer told me he had placed Beans upon 
Water, which bloffomed and podded : This put me 
upon trying the Experiment with them^and likewife 
Peafe at the fame Time, I planted fix Beans in a Pot, 
and fixed fticks in it to fupport their Stems as they 
grew^ theybloom'd as freely as thofe which are planted 
in the Ground, but did not pod fowell, having not 
above a pod or two on each Plant, which came to 
perfedion, and ripened their Seed 5 but this might 
happen for want of a little more Experience ; the 
Peafe which were of the Dwarf fort, drew a little 
too much, and only put out three or four BloiToms 
at the extremity of their TopS;^ but every BloiTom 
brought a Peafe* cod, and ripened its Seed. 

This growth of the Beans and Peafe, made me 
imagine that other Seeds would fucceed in the f nne 
manner, knowing they would chip upon being laid 
for a little time in Water, or in a moilt Place : The 
only Difficulty was to invent fomething proper for 
their fupport in growing. The firft Thing I tried 
was boring very little holes in a piece of Lead, fix^d 
in a Pot, and fowing the Seeds thereon ; I found they 
would fprour, but as the Water evaporated, filling in 
frefh moved the Seeds from their places, that they 
could not fix themfelves to turn their Radicle down 
into the Water ; I then tried Towe or Hemp, and 
fpread it on the Lead, which I found anfwer the 
Purpofeof fupportingtheSeed, which by that means 
grew, and the Radicle taking hold of the Towe, it 
was enabled to throw up its Plume or Shoot ^ I then 
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tried feveral forts of fmall Seeds, and found they 
would all grow , tho' I made the Experiment about 
Chrifimas $ but 1 found the Towe difcoloured thq 
Water, and gave an offenfive fmell, and that the Seed^l 
did not thrive kindly : I then tried Wool and Cotton, 
the Cotton beings too boyanr, would not fo well an- 
fwer the Purpofe-;^ but Wool, when it is juft buried 
in Water, being like a Jelly, and not drying fo foon 
on the Top, even though the Water has left ir, 
intirely anfwers the Purpofe as well as fowing them 
in the Earth ; and if the Seed be good, will keep 
clean for two or three Months 5 for this way of fow- 
ing will difcover whether the Seed be mixed with old 
Seed (is thofe bought at a Seed-lhop generally are.) 
Ifowed feveral forts of Sallad-Seeds in this way, and 
they came to as great perfection as thofe of the fame 
kind rai.fed in Hot-beds: and thus they may*be pro^ 
duced in any Room or Garret, early m the Spring, 
and fo on till late in Autumn, till the cold Weather 
comes in, and afterwards in the middle of Winter, in 
a Room where a conftant Fire is kept, I had feveral 
Sallads laft Spring, and this Autumn, by fowin<y dif- 
ferent forts every Week one under another, in fmall 
half-penny Pots i zs Lettke^ CreJJes, fVhite MuJ- 
ard^ Rape J and Raddijh^ which in a Fortnight after 
fowing would be fit to cut i fo that keeping a proper 
Succeflion^ I had every Week a tolerable Sallad for 
two or three Perfons. 

My way of fowing of thefe Seeds, is to have a 
piece of Lead bored full of holes, and made to fit 
the Pot, about half an inch below the Top ; then 
filling it with Water, I take a little clean Wool, and 
fpread it even and thin, upon the furfaceof the Lead, 
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quite home to the fides of the Pot, which will then 
look like a Jelly 5 if there is too much Water, I pour 
it off, till the Wool only appears covered or filFd 
with Watery then I fow the Seed pretty thick, and in 
forty-eight Hours it will begin to chip, and in a 
Fortnight after towing will be fit to cut for a Sallad. 

I obferv'd from feveral Experiments, that any of 
thefe Plants tranfplanted out of the Earth into Water 
would not thrive kindly ; but thofe railed in Water 
may be tranfplanted into Earth, fo that this Method 
of raifing Seeds in Water may be of ufe in a dry 
Seafon, to be pricked out into the Earth, though 
they will not come up in fuch a Seafon, if fowed in the 
Ground, yet tranfplanted from Water they will take 
as freely to the Earth as if raifed in it, 

I don't know but from the foregoing Experiments 
in Water, we may come at a better Way of planting 
in the Earth, efpecially fome Roots, which are apt to 
rot in the Ground, as j4nemoneSj RanuncuJos^ and 
Hyacinths : from an Obfervation I have frequently 
made, but never before took notice enough to improve 
it, which is, that I have often feen a Bulb drop'd by 
chance upon the Ground, ftrikeout Fibres ftronger 
andmoi^e numerous than thofe planted in their ufual 
depth of Earth would do. The ufe I would make of 
this Obfervation , is, that when I plant my Bulbs, I 
take out the Earth of the Bed, Idefignto plant, as 
deep as the Bulbs or Roots are to ftand when planted, 
and place my Bulbs on the Surface, till themoifture 
of the Earth ftiall have attrafted their Fibres, and they 
begin to ftioot up their Plume, and then by degrees 
I cover them over to the thicknefsi of Mould, 
that they ftiould ftand in, by which means they will 
he in no danger of rotting after they have got ftrong 
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Fibres; fof when We plant thefe Bulbs or Roots, it 
is generally either too wet or too drylj if it be a wet 
Seafon, the Bulbs are too foon faturated with Moifture, 
which rots thcon ; and if it be too dry, they lie fo 
long, before they can attrad Moifture enough to 
make them Vegetate, that they grow mouldy, and 
are rendered dry and hard as a piece of Stick, fo that 
the firft Rain infallibly rots them. 

N. B. Thefe Experiraents were made without the 
Benefit of any Sun, all my Windows having a 
Nl?r^i&^r« Expofition. 

As thefe Experiments have open'd a new Scene 
of Knowledge in the Vegetable World, and may be 
of great Ufe in Nitutal Philofophy, and particu- 
larly improve the Art of Gardening; its to be hoped 
the Curious will carry on the Inquiry as they have 
Leifure and Opportunity. 



DkeBmsfor Planting Bulbous Roots in Pots or 

GlaJ'es of Water. 

When the Leaden falfe Bottoms are fix'd down 
tight, within two or three inches from the Bottom 
of the Pots (which is only defign'd to hold the Sticks 
fteady that are to fupport the Leaves and Stems of 
the Flowers) lay on the Lead, which is to fupport 
the Bulbs, placing the notched Part oppofite to that 
in the falfe Bottom, as near as the Sticks when placed 
will fuffer it ; then place your Bulbs in each Hole, 
and fill in Water up to the Lead, which will then 
touch the Bottom, of the Bulb, and as the Water 
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evaporates or perfpires, keep it filW to tli^t height, 
till tbs Bulbs have ftrw:k their Fibies pretty ftrong 
into the Water, which may be in a Mouth or fi:^ 
Weeks j then fill in Water about half an Inch above 
the Lead, apd by Degrees as the Fibres ftreogthen, 
and the Plume or Head fprouts, fill it higher and 
higher till tlie Bulb§ be intirely buried under Wato*, 
which muft be continued till the Seafonfor drying 
them returns* 
But you rauftobferve at the Planting the Bulbs to 

clean them very well from any Foulnefs they may 
have at their Bottoms, by fcraping them with the 
Point of a Knife, till the found part of the Bulb ap- 
pears, andlikewife clear them of all their loofe Skins, 
and even the brown Skin, till they appear White } 
which otherwife will difcolour and foul the Water 
that fhould be kept as clear as poiHble •, and for this 
Reafon, the Notches in both the Leads are contrived, 
that upon ftiifting all the Water out of the Pots, if 
there happens to be any Sediment, by fhaking the 
Pots once or twice as it is pour'd off, all the Foulnefs 
may come with it j but this fhifting of the Water 
need not be done but once or twice in a Winter, or 
when ever you fee occafion by the Difcolouring or 
Foulnefs of it ; and at the fame Time it will be ne* 
ceflaty with a Painter's Brufti to clean off all Slimy^ 
nefs that will adhere to the Sides of the Pots and Bulbs, 
and rince them well, by pouring Water on them at a 
little Diftance : By this method they may be kept 
perfeftly clean ; and at any time when the outward 
Skins or the Bulbs loofen and begin to decay^ clear 
them off, which otherwife would occafion Foulnefs; 
and when ever you fee Duft fwimming on the furface 
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of the Water, fill the Pot full, and let it run over, 
which will carry it all ofF, and then pour oiF the 
Water to its ufual height. 

N. B. Plant Bulbs of equal bignefs, at leaft in 
height, together in the fame Pot, that they may have 
the fame Benefit of the Water j therefore I plant 
Narcijfus and Hyacinths and Bulbs of that fize toge* 
ther ; fuJips and Junquils^ 6Cc. by themfelves ; and 
Crocus and Snow-'drops^ &cc. by themfelves. 



Bangor-Courty Shoe^Laney 
Decemb. 19; 1733* 
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